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Message Text 



UNCLASSIFIED 

PAGE 01 TOKYO 09352 160450Z 
17 

ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /015W 

128928 

R 160323Z JUL 74 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0000 

UNCLAS TOKYO 9352 

E.O. 11652: N/A 
TAGS: BEXP, JA 

SUBJECT:TC SEPT. FLUID POWER TECHNICAL SEMINAR 
FOR OIM/WELCH 

REF: (A) TOKYO 8455 AND (B) STATE 132430 

1. REQUEST OIM ADVISE RUSS HENKE TO ARRIVE TOKYO SEPT. 4. THUS 
HE CAN USE SEPT 5 AND 6 FOR DETAIL ARRANGEMENT WITH TC STAFF 
AND TRANSLATORS. 

2. SINCE SIMUL INTERNATIONAL'S QUOTED COSTS ESSENTIALLY THE SAME 
FOR CONSE UTIVE AND SIMULTANEOUS TRANSLATION, TC WILL UTILIZE 
SIMULTANEOUS TRANSLATION FOR SIMULTANEOUS TRANSLATION IS YEN290.000 
EXCLUDING RECEIVERS/TRANSMITTERS :TC WILL BORROW 150 RECEIVER 

SETS AND TWO TRANSMITTERS FROM EMBASSY AGRICULTURAL SECTION. 

3. AS REQUESTED REFTEL (A), PLS FURNISH 100 SETS EACH SEMINAR PAPER 
ASAP. ALSO REQUEST OIM AIRMAIL TWO COPIES EACH SEMINAR PAPER NOT 
LATER THAN MID-AUGUST. SIMULTANEOUS TRANSLATORS REQUIRE 
ADVANCE COPIES FOR PRPARATION EFFECTIVE PRESENTATION. 

4. TC HAS TENTATIVELY SCHEDULED FLUID POWER SHOW PRESS CONFERENCE 
AUGUST 8. ACCORDINGLY ADVISE FINAL SCHEDULE SEMINAR PRESENTATIONS 
WITH NAMES OF ALL SPEAKERS AND TOPICS NLT JULY 26. 

SHOESMITH 

UNCLASSIFIED 



NNN 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TOKYO09352 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 89-1 090 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740743/aaaablaj.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 
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Reference: (A) TOKYO 8455 AND (B) STATE 132430 
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